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Our goal today is not just to win the 
war—but to win it FAST. 


Every day, every hour the conflict is short- 
ened means fewer Americanliveslost, few- 
er American homes darkened by sorrow. 


The "Great Offensive” that will finally 
smash the Axis is under way. It costs a 
vast amount of money to maintain this 
mighty attack. And much of that money 


must be provided through the sale of 
War Bonds. 


Sacrifice? Yes, buying War Bonds “up to 
the hilt’ may involve some temporary 
personal denial, some doing without. 


But when we reflect that in buying War 
Bonds we are buying life itself for the men 
who are fighting our war, for us... surely 
no effort is too great. 


END IT FASTER: »- SAVE AMERICAN LIVES: - BUY MORE WAR BONDS 


The 


2802 SPRING GROVE AVE., CINCINNATI 25, OHIO 


FABRICATING DEPARTMENT 
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Many pairs of hands on a key- 
board may look alike . . . but the 


“know how” is apparent only in 
the performance. So it is with 
products purporting to protect 
against industrial dermatitis. The 
outstanding performance of PLY 
creams and liquids has been writ- 
ten into the records of the na- 
tion’s leading industries for more 
than a decade. Each PLY formula 
has heen created to do a single 
job—and do it well. Millions of 
healthy hands have proved PLY 


performance! 


Write for copy of: 
THE ANSWER TO INDUSTRIAL DERMATITIS 
No cost or obligation 


THE MILBURN COMPANY 
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Specifically, here are the features of this new 
goggle that add up to all-around eye protec- 
tion and comfort. 

Larger side shields have perforations nearly 
double 


nosepiece assures a more comfortable fit; all- 


in size and number. New curved 


elastic headband holds goggles firmly in place. 
And the new lightweight acetate eyecups, 
with smooth, rounded edges, are individually 
shaped to fit the left and right eye snugly. 
This closer, more comfortable fit guards 
against particles striking from all angles, 


while impact-resisting Super 

Armorplate lenses protect against 

direct hits. 

This new Duralite Goggle No. 301A can be 
supplied with either 50 mm. Super Armor- 
plate lenses in clear or Calobar shades. Order 
from your nearest AO Representative... today. 


Sod 
American 9 Optical 


COMPANY 


SOUTHBRIDGE, MASSACHUSETTS 
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BRECK WATER RESISTANT CREAM 


Breck Water Resistant Cream has been developed for the 
purpose of helping men and women protect their hands 
when working in water or when handling damp or wet 
materials - Some of the workers in War Industrial Plants 
who must work under these conditions will find this new 
hand cream a help in keeping their hands in good 
condition - All that is necessary is to rub the cream onto 
the hands and then water appears to run off the hands like water 
off a duck’s back - Breck Water Resistant Cream + Breck pH7 Pro 
tective Cream and Breck Hand Cleaner give Management and workers 
three industrial preparations which are helping in the control of Indus 
trial Dermatitis and we like to believe are helping in the war effort 
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JOHN H BRECK INC . MANUFACTURING CHEMISTS + SPRINGFIELD MASSACHUSETTS 
CANADIAN ADDRESS »- 47 CLARENCE STREET > OTT AWQA 
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* Many factory workers have 
a skin condition which we 
term “‘Factory Hands” . 
raw, red defatted hands which 
cause discomfort, embarrass- 
ment and inefficiency. If un- 
checked, this irritation may 
result in dermatitis. 


Grimy hands lead to “Factory Hands” when workers wash 
up with strong, caustic soaps, or with harmful solvents, such 

as those employed in their vem Providing mild but in- 
eflectual soaps y not help . . . because workers won’t use 
them. 


But “Factory Hands” can be checked . by equippin: 
washrooms with a skin cleanser which is safe, speedy an 
convenient to use. Stepan pH6 is such a cleanser. It gently 
yet speedily all c ypes of industrial grime 
+. even grime which stubbornly resists harsh alkaline soaps. 
Its use leaves the skin smooth, clean and supple and causes 
no burning, ess or cracking. It helps materially to re- 
duce chapping and can usually be applied without stinging 
to normal hands which have been nicked and cut. 


Of utmost importance, workers = not hesitate to 

use pH6 . . . because the special dispensing method 

nant here: was designed for opt and convenience. 
pH6 yourself! For free 

technical data, clip and mail the “coupon! 
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DIREC TIONS 


EASY TO USE! 


This di 


d with a special push- 











THE STEPAN CHEMICAL COMPANY 
1353 North Branch St. Chicago 22, IIL 


Gentlemen: Please send suman and circular on 
pPH6. No cost or obligation. 





up, valve arent ss discharges both 
Pp . tieeld Cleanser and Non-Abrasive Corn- 
meal Scrubber. The 

chemical action of pH6 with a mec 

cloth” action essential for removing grime em- 
bedded in the spin crevices. Practically all eo 
of washroom equipment can be fitted with these 
Stepan Dispensers. 


Scrubber me now fe te 


me AND ECONOMICAL, TOO! 























Due 

Firm. pH6, a sulfated oil of dermatological quality, 
actually costs no more per pound and no more 

Adtrem, « wash than better a. 4 industrial powdered 

City State Coad soap. It is practical and inexpensive for 
plant-wide use. 
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..WHEN CLEANING — 


GREASE-CAKED | 
FLOORS 


The Finnell 84-XR Dry Scrubber offers a timely solution to a prob- 
lem especially difficult in these days of labor shortage, — that of 
removing embedded dirt, oil, grease, and shavings. In one-tenth 
the man-hour time required by hand-spudding, the two powerful 
scarifying brushes of the Finnell 84-XR dig through and thoroughly 
rout stubborn accumulations. 

One of the many labor-saving features of the Finnell 84-XR is a 
Reversible Switch. A flip of the switch reverses the motion of the 
brushes, which automatically re-sharpens them! The machine is 
adaptable to wet scrubbing, steel-wooling, waxing, and polishing. 


For free floor survey or literature, phone or write nearest Finnell branch 
or Finnell System, Inc., 3505 East Street, Elkhart, Indiana 
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Yet these CESCO Goggles Saved 
a Worker’s Eye!* 


Recently a St. Louis riveter was “‘bust- 
ing’ 114-inch rivet heads, Late in the 
afternoon he jabbed his air hammer 
against one that at first failed to loosen. 

Suddenly the chunk of steel “‘ex- 
ploded.”” With the speed of a bullet it 
whammed against a partition, then re- 
bounded straight at the worker’s face! 

Fortunately, the rivet head struck 
the right lens of his Cesco goggles. The 
force of the impact actually knocked 


CHICAGO EYE SHIELD CO. 
2308 Warren Boulevard * Chicago 12, Illinois 


the worker off his feet, but the hard- 
ened CESCO safety glass merely cracked 
. .. Saving the riveter’s eye, and per- 
haps his life. 

This is only one example of how 
Cresco head and eye safety equipment 
prevents tragic, costly accidents. Re- 
member .. . it’s CEsco for safety .. . 
every time. 

*This is a true story, taken from our 
case history file. 


How to Select 
Head and Eye Safety 
Equipment 
Before you buy gog- 
gles, shields, welders’ 
helmets, or any other 
head and eye safety 
equipment, see 
CESCO'snew 48-page 
catalog. Write for 

your copy today. 


FOR SAFETY 


OccupaTIONAL Hazarps 
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ls Salt Loss From 
Holding Up Your Pro 


When workers sweat their systems lose essential salt... And 
alt és essential. It gives tone to the blood. It keeps body fluids 
in equilibrium, It helps maintain proper body temperatures. 
Loss of this salt through sweating dehydrates the body... 
thickens the blood . . . causes Heat-Fag. The resulting fatigue 
nd inalertness make production sag and accidents rise. 

To drink water alone is not the cure. It only dilutes the body 
uids, The result is heat cramps ...and more loss of production. 
The real answer, recommended by industrial doctors and 
odorsed by America’s greatest corporations, is to place salt 
blets at every drinking fountain. Then, workers who sweat 
an get the salt they need when they take a drink of water. 
forton’s Salt Tablets are the easy, simple, sanitary way to re- 
lace the body salt sweated out. And the cost is less than 1 
ent a man per week. 





quickly, cleanly — no waste. 
easily filled, durable. 
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MORTON'S DISPENSERS 
They deliver salt tablets, one at a time, 
Sanitary, 


800 Tablet size -----.- $3.25 


Order from your distributor or directly from 
this advertisement ... Write for free folder. 


MORTON SALT COMPANY, Chicago 4, Ill. 


= 
QUICK DISSOLVING 
(Less than 30 Seconds) 
This is how a Morton's Salt 
Tablet looks when magnified. 
See how soft and porous it 
is inside. When swallowed 
with a drink of water, it dis- 
solves in less than 30 seconds. 


Case of 9000, 60 
10-grain salt tablets $2 


Salt-Dextrose tablets, $3! S 
case of 9000 - - - - 
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HATEVER your safety equipment needs may be, Armstrong 
can supply you. Armstrong handles every kind and type 
of safety equipment used by Industry. Right now — write 
or telephone for quick delivery. At the same time, ask 
for Armstrong's new catalog— Armstrong Supply Com- 
pany, 1618 N. Broad St., Phila. 21, Pa, STEvenson 7514. 
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Free copy of this 
Currier & lves print, 
suitable for fram- 
ng on request 
limited supply. See 
coupon below 


The Great Fire at Chicago commenced on Sunday evening, October 
1871, and swept unchecked for two days. It consumed over 5 sq. mil. 
of the business portion of the city and destroyed public building 
hotels, newspaper offices, railroad depots and tenement districts, Fi: 
“RON DIOX7; hundred lives were lost and damage was estimated at $200,000,001 
ce o% . + « Watch this magazine for old prints of other famous fires. 


Dyee AND HERE'S A AMOS 7, —— 
GHTER 
—— ARF Fiouren 


ee ern 
C-D/FOG is sudden death to fire. One sub-zero weather. It’s harmless, odorless. 
quick application seals out air, snuffs C-D/FOG belongs to a famous family 
flame. It’s swift, safe, sure. of fire fighters, ameng them Fire Guard, 
C-D/FOG promptly extinguishes oil, Alaskan, Floafome. It is quality mass 
gasoline, electrical and chemical fires— produced for prompt delivery to essen- 
operates with full effectiveness in hot or _ tial users. 


THE QENERAL )ETROIT (‘ORP. 


Former name 
The General Fire Truck Corp. THE GENERAL DETROIT CORP 


Detroit 7, Michigan 






















NEW YORK - DETROIT - CHICAGO 





Please rush free copy “Chicago Fire.’’ 


exer Distributors In all principal cities 





“West Coast Affiliate: The General Pacific 
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Corp., Seattle, Los Angeles, San Francisco 









LAZARDS 
Attach this convenient coupon to your letterhead and mail. (411) 

















This cylinder block weighs 320 lbs. It fell 3 feet and merely dented the steel t 
box in this Lehigh Safety Shoe. The man wearing it wasn’t even bruised. But Lehig 
do more than protect toes. Soles, uppers, constructions are engineered to lick s 
cific foot and underfoot hazards. That means longer wear, greater protection. A! 
accurate control of foot safety in your plant. Lehighs are sold direct to indust 
only. You can have one pair to hundreds, shipped as you need ’em. They'll boo 
your plant safety record. Why not write today for a catalog and prices? 


LEHIGH SAFETY SHOE CO., inc. . attenrown, P 


OccuPATIONAL HAZARDS 








ented the steel 
uised. But Lehigiff 
eered to lick spf 
r protection. Ar 
direct to industi 
em. They'll boo 
| prices? 





ENTOWN, P 


ARDS 





MUSIC 


as a 


Safety 
Factor 


by 


EDITH HOUGH 
Frankford Arsenal 
Philadelphia, Pennsylvania 


ELIEVE the mental strain and 

fatigue of workers on repeti- 
tive operations in shops, and you 
can fully expect to increase pro- 
duction and safety. Music is being 
found an effective means of ac- 
complishing these results, as a 
number of tests in various indus- 
tries have indicated. 


At Frankford Arsenal 


At Frankford Arsenal in Phila- 
delphia, one of the country’s six 
old-line arsenals, music has been 
tried out in several shops with 
gratifying results. Not only is the 
effect of music evident in produc- 
tion efficiency, but music of the 
right type, played at the right pe- 
riods, and under the right type of 
control, is found to reduce acci- 
dent proneness on the part of em- 
ployees. 

It was in connection with this 
factor of safety that experimental 
work in music was taken up at 
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Frankford Arsenal by the Safety 
Section. To give the music as fair 
a chance as possible, charts were 
first made in two different shops 
to discover at just what times dur- 
ing the day the workers were more 
fatigued and consequently more 
accident prone. 

In making this study, no records 
were made of the work production 
of individual employees, but mere- 
ly of the operation of the ma- 
chines. The resulting charts of 
machine operation were used in no 
other manner than as a guide for 
music installation and program- 
ming. 


Offered contrast 


One shop studied contained 85 
percent female employees doing 
fine assembly work at tables; the 
other had 50 percent male and 50 
percent female employees doing 
very heavy work and operating such 
machines as Cleveland automatic 
screws, draw presses, lathes, and 
milling machines. The two shops 
thus offered a good contrast in 
working conditions and working 
attitudes. 

On the basis of the fatigue 
curves, the following time sched- 
ule for the music programs was de- 
veloped for the two day shifts, 
that is, for the 7:00 a.m. to 3:00 
P.M. shift, and the 3:00 P.M. to 
11:00 p.m. shift: 


- 


5 minutes . before 
change of shift; 

15 minutes during the middle of 
shift, in the rest period; 

during the entire lunch or supper 
period. 

15 rainutes during rest period. 

(Please turn to page 35) 


and after 
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LACK OF CLEANLINESS 


Chief Predisposing Cause of Occupa- 
tional Skin Troubles 


MODERN wars are far more 
devastating than the wars of 
old; but, the economists tell us, 
they also bring compensations of 
which our fighting forefathers 
never even dreamed. The defenses 
against occupational skin diseases 
are, for the most part, fell known, 
but took the crisis of national de- 
fense to sound the alarm against 
their neglect. 

Back in 1934, it was observed 
that industrial dermatoses headed 
the list of industrial diseases when- 
ever reported. According to rec- 


Neat washrooms are conducive to cleanliness. 


ords reported in 1933, occupational 
dermatoses constituted about 65 
percent of compensated occupa- 
tional diseases, but by 1938 this fig- 
ure had risen to approximately 70 
percent. It has been estimated on 
figures supplied by the United 
States Public Health Service, that 
250,000 cases of occupational der- 
matoses occurs in the United 
States during the period of one 
year. 


Two to one 
More recent reports make it 
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quite apparent that occupational 
skin disorders still remain the most 
frequent of all types of occupa- 
tional diseases. In fact, according 
to Dr. Louis Schwartz of the U. S. 
Public Health Service, most of the 
occupational diseases encountered 
in the new war industries are der- 
matoses, In a symposium on this 
subject last year, this outstanding 
authority reported that the normal 
frequency of occupational skin 
diseases compared to all other skin 
diseases is about two to one. How- 
ever, government-sponsored sur- 
veys have shown that this ratio is 
much higher in the new war indus- 
tries. Indeed, in some plants where 
100 or more cases of dermatitis 
were reported, there was not one 
case of any other type of occupa- 
tional disease. 


What is cost? 


When one considers essential 
time lost, wages lost, compensa- 
tion paid and medical bills, it is ob- 
vious that it is difficult to compute 
the cost of industrial dermatoses. 
It is generally conceded that indus- 
trial dermatoses are responsible 
for from 40.to 60 percent of all 
claims for compensation payments 
in the United States. Moreover, 
the more highly industrialized the 
area, the higher is the percentage 
of claims as a result of industrial 
dermatoses. It has been calculated 
that each case of industrial skin 
disease costs on an average $200, 
of which $100 goes as compensa- 
tion to the worker and a like 
amount for medical care. However 
it is not quite so easy to estimate 
the tremendous loss to the national 
effort resulting from the tempo- 
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rary absence of skilled workmen. 


What is it? 


3efore proceeding further, it 
might be well to define what is 
meant by the term “industrial der- 
matitis.” The Committee on Indus- 
trial Dermatoses of the American 
Medical Association has gone on 
record with the following accept- 
able medical definition: “An oc- 





The incidence of occupational 
dermatitis in our country has 
never been so great as at the 
present time, and the need for 
adequate prevention and con- 
trol has never been more im- 
portant. New industries, particu- 
larly those concerned with the 
war effort, have contributed 
many causative agents to indus- 
trial dermatitis. In old indus- 
tries, where dermatitis was com- 
monly observed, the step-up in 
industrial activities and the en- 
rollment of new employees have 
resulted in a_ definite in- 
crease in dermatitis, particularly 
among men and women above 
and below the usual employ- 
ment ages. 





cupational dermatoses is a patho- 
logical condition of the skin for 
which occupational exposure can 
be shown to be a major causal or 
a major contributing factor.” 


Hazardous exposures 


The number of substances that 
may act as such causal or contrib- 
uting factors is indeed manifold 
and numerous. The skin is exposed 
to hazards in practically all indus- 
tries, but there are some industries 


(Please turn to page 37) 


15 























HE experience of 
Ford Motor Company 
30 years of safety work 
shown that best results 
achieved by direct contact 


tween trained safety ins 
tors and employees. 

Safety inspectors are c 
fully selected. Many are 
signers or engineers, ot 
are former tool and die 
ers, maintenance men 
chemists. All have had a 
background of practical 
perience. 


Personal contact 
Maintaining personal 





fety work 
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between safety engineers 
employees is no simple 
, but it has paid dividends, 
only in property, but in 
and limbs. Difficulties 
e multiplied as a result of 
rapid labor turnover 
sed by war conditions. The 
ix of women and former 
te-collar workers has in- 
ified the problem of edu- 
g employees and keeping 
n safety-minded. But the 
pany’s high safety record 
been preserved. 
afety department inspec- 
keep constantly on the 
¢. They talk to foremen 










































and employees, study machines and 
operators habits and make sugges- 
tions. 

An idea of the enormity of this 
task can be had from the following: 
In Ford plants there are nearly 
42,000 production machines, 22 rail- 
road locomotives and yard cranes, 
and in the Rouge plant alone over 
400 trucks. Every piece of this 
equipment is not only approved by 
Ford safety engineers, but is 
checked periodically to guard 
against possible hazard. 


Photograph descriptions 


The photographs accompanying 
this article give you an idea of 
some of the guards the Ford 
Safety Department developed to 
bring about a better accident-pre- 
vention record. 

Sheet-metal guard covers blades 
on band saw in the pattern shop, 
Figure 1. 

Heavy cast-steel guards are used 
to protect the operator if the 
wheel should break on the multiple 
grinding-wheel machine. On direct 
current motors, field relays are 


checked regularly to prevent 
wheels from “running away,” 
Figure 7. 


Operators’ control box on this 
huge rotary mill machine is hung 
on a flexible shaft suspended from 
a swinging arm, thus keeping him 
in the clear while the machine is 
in operation. Splash guard in front 
holds back coolant and stops fly- 
ing chips, Figure 8. 

Drive shafts, belts, and counter- 
weights are all'completely housed, 
Figure 3. ; 

On all shaper operations, the 
employee must wear goggles, and 
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dangerous parts of the machine 
are covered, Shavings are caught 
by a retriever (left), and machine 
channel is covered completely at 
the farthest end of stroke (right) 
and extends to limit of stroke, 
Figure 5. 

Push buttons on dangerous 
punch presses must be pushed si- 
multaneously so that both hands 
are in proper position and clear 
of moving parts. Steel screens on 
sides are an added precaution 
against flying chips or inserting 
foreign objects under the press, 
Figure 4. 

A sign isn’t enough to keep the 
inexperienced worker away from 
high-voltage fuse and _ switch 
boxes. These are kept locked, and 
only authorized electricians carry 
keys, Figure 2. 

Safety dictates the clothing 
worn at the Ford Willow Run 
Bomber plant. Shown here are a 
test pilot, ready for high-altitude 
flight; plexiglas cutter in head- 
gear; fire fighter, in asbestos suit 
carrying special equipment for oil 
and gasoline fires; a woman weld- 
er with hood and apron; and 
painter with breathing mask, Fig- 
ure 6. 


Build safety devices 

Ford engineers have built more 
than 1,400 safety devices on ma- 
chine tools. Practically all of these 
changes have since been adopted 
as standard equipment by various 
manufacturers concerned. 

Safety devices installed in the 
soybean plant at the Rouge are 
illustrative of the department’s in- 
genuity. The problem was to detect 
the possible escape of hexane, a 

(Please turn to page 40) 
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How to Fight Different Kinds of Fires | 














Most incipient fires can be put 
out in a fraction of a minute, if 
the extinguisher operator knows 
how to use his equipment to best 
advantage. 

In fighting a fire in ordinary 
combustibles (wood, paper, tex- 
tiles, etc.), the extinguisher stream 
should be aimed at the base of 
what is burning, and not at the 
smoke and flames. Application 
should be continued until the fire 
is completely out. Then the op- 
erator should search the remains 
for glowing embers and drench 
thoroughly any that he finds. 


Two categories 


Fires in flammable liquids gen- 
erally fall into two categories— 
those in containers of liquids, and 
those in spills. If a foam, vapor- 
izing liquid or loaded stream ex- 
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tinguisher is used, the operator 
should play the extinguisher 
stream against the far inside wall 
of the container just above the 
burning surface. This will avoid 
splashing and permit a _ natural 
spread of the extinguishant back 
over the burning surface. 

Where possible, the operator 
should walk around the container 
while directing the stream, so as 
to get maximum coverage during 
the discharge period. Where an 
operator using a foam or loaded 
stream extinguisher must remain 
at a considerable distance from a 
container of burning liquid, the 
extinguishant, directed at a high 
angle, may be allowed to fall 
lightly on the burning surface. In 





no case, however, should the 
stream be directed into the burn- 
ing liquid. 

By Weil 


Courtesy-The Shevlin-Hizon Co, 





FoR A WOODEN suiT/ 


LET'S MEASURE HIM UP 
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If a carbon dioxide extinguisher 
is used, best results can be ob- 
tained by directing the discharge 
as close to the burning surface as 
possible, starting nearest the op- 
erator and then progressing for- 
ward, moving the discharge horn 
slowly from side to side. The dis- 
charge should be continued even 
after the flames have been ex- 
tinguished, to cool the liquid and 
prevent a possible reflash. 





MINOR BURNS 
WITHIN 15 
MINUTES 





si te TANNIC SPRAY 


The element of time is of first importance in 
the successful treatment of burns. If a burn is 
treated within 15 minutes after it occurs, the 
probability of blister formation is reduced to a 
minimum. But if time is wasted before proper 
treatment is started, serious complications and 
infection may follow. 


When using Gebauer’s TANNIC SPRAY in the 
treatment of burns, the factors involving time- 
loss are eliminated. This preparation is a stable 
solution of tannic acid ready for immediate use. 
Packaged in a sturdy amber bottle having an 
automatic dispensing cap, which permits the 
projection of the solution in the form of a fine 
jet stream. Upon application the solvent evapo- 
rates rapidly, covering the burn with an evenly 
applied, dry and flexible film of tannic acid. 


Gebauer’s TANNIC SPRAY is a practical first 
first-aid treatment for first, second, and small 
area third degree burns. Write for literature. 


THE GEBAUER CHEMICAL CO. 
9410 St. Catherine Ave. * Cleveland 4, Ohio 
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In fighting fires in spills, the 
operator should put out the flames 
nearest him first, and then slowly 
sweep out the fire as he advances 
along its path. 


Electrical equipment 


Fires in electrical equipment 
should be fought the same way as 
those in ordinary combustible ma- 
terials. If vaporizing liquids: or 
carbon dioxide extinguishers are 
used, the operator can advance as 
close to the fire as necessary be- 
fore the current is turned off— 
though best practice is always to 
turn off the current first. If water 
or water solution extinguishers are 
used (though they are not recom- 
mended for fires in electrical 
equipment), the equipment must 
be made electrically dead before 
application begins; otherwise dam- 
aging short-circuits can result and, 
if the voltage is high, a harmful 
charge may travel up the hose 
stream to the operator. 

A few general safety rules 
should be kept in mind. The op- 
erator should stand as far from 
the fire as conditions, and effec- 
tive use of the extinguishing agent, 
will allow. In the case of a 2%- 
gallon soda-acid extinguisher, the 
effective horizontal discharge 
length is from 30 to 40 feet; in 
that of a 15-pound carbon dioxide 
type, about six feet. The operator 
should maintain his position be- 
tween the fire and an exit to per- 
mit ready escape; and, if the fire 
is outdoors or in the path of a 
strong draft, he should stand to 
windward (his back to the wind). 
As soon as the fire is out, the area 
should be thoroughly ventilated. 
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Guard Saves Fingers 


In the left picture a yoke 


equipped with pulleys is shown as 
it was used for years at the Spring 
City Division of Grede Foundries, 





Inc., in Waukesha, Wisconsin. 
During these years many fingers 
were injured and a few were lost. 
They were caught in the pulleys 
when the hands were moved up- 
ward along the ropes as molds 


THESE SAFETY GOGGLES 
SAVED the eyesight of an em- 
ployee at the East Pittsburgh plant 
of Westinghouse Electric and 
Manufacturing Company. Photo- 
graph shows how hot metal has 
spattered on glasses when air, 
trapped by a ladle in a solder pot, 
exploded. A damp ladle or a drop 
of water might have the same 
effect, and the accident might oc- 
cur around any solder pot. Safety 
glasses do prevent eye injuries. 
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were lifted or turned. 


The right picture shows the 
same equipment after it had been 
provided with a simple but effec- 
tive guard. Now the hands first 


contact the guard before they 
reach the pulley and time remains 
for their removal before fingers 
are caught. Since the installation 
of these guards no such injuries 
have occurred, 
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REGARDLESS of what you will 
manufacture POST-PEACE — the 
chances are 99 to 1 that dust control 
will present a problem you'll be faced 
with solving. That is why we are sug- 
gesting NOW that you let us plan with 
you on your future needs for either 
atmospheric or process dust control. 


... and let us help you! 


This offer to study your problem and 
make recommendations now, without 
cost to you, is a service which will 
facilitate your and our post-peace 
operations, and obtain the quickest 
possible delivery of equipment when 
priorities are lifted. Write us without 
obligation. 


AAL AMERICAN AIR FILTER COMPANY, INC..366 CENTRAL AVE, LOUISVILLE, KY. 


AIR FILTERS 
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1m CANADA, DARLING BROTHERS, LIMITED, MONTREAL, P. Q 
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Success Story of... 


Mountains of mail from great war 
plants testify to the amazing efficiency 
of Lan-O-Kleen* in helping to combat 
dermatitis — scourge of production. 
Tested in the fire of war-time necessity, 
Lan-O-Kleen has sprung to top place 
in many of our greatest war plants. 
Make this Success Story your own Suc- 
cess Story by equipping your washrooms 
with Lan-O-Kleen—the soap that cleans 
mildly but effectively. 

LAN-O-KLEEN* is a powdered soap 
of mildly alkaline reaction compound- 
ed with granular cornmeal which has 
been impregnated (by an exclusive 
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process) with anhydrous lanolin. 

Lanolin is so beneficial because it is 
refined from the natural fat found in 
sheep’s wool and is recognized by doc- 
tors and, in particular, dermatologists, 
as one of the most soothing and protec- 
tive substances for skin application. It 
is similar in purpose to the natural oil 
produced by the glands of the skin. 
Lanolin, like the skin’s own oil secretion, 
is acid in secretion. Nature intended 
a natural, slight oiliness to form a pro- 
tective covering over the skin surface. 
Alkaline soaps destroy this and leave the 
skin harsh and dry. Lanolin in Lan-O- 
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Kleen does just the opposite—leaves 
the hands flexible, and tends to protect 
the skin with an absorbent film of na- 
tural oil. 

Lan-O-Kleen. is the first industrial 
hand soap to provide a full measure of 
the double action of effective cleansing 
and proper super-fatting with soothing, 
protecting lanolin, It removes 95% of 


* Trade Mark Reg. U. 8. Pat. 


42-16 West Street, Long Island City 1, N.Y. 
May, 1944 
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all soils encountered |LAN 
in industry without | : 
injuring the skin and 
leaves hands feeling 
better, more ready for 
work and helps pre- 
vent many causes of 
occupational dermatt- 


i : Clip te Your Business Letterhead, Piease 


West Disinfecting Compa: Der, 
+ 42-16 West Street, SLT SS. N.Y. 
H Please send me further information on 




















The trend of litigation on workmen’s health and accident 
compensation is reflected in these briefs of the latest and 
most representative cases coming to trial in the intervals 
between issues. Familiarity with this trend is important to 
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every industrialist. Clip cases and file for future reference. 


Award for Injury from Excessive 
Heat Reversed 


In this case, the Court in reversing 
an award granted by the lower court, 
stated: “Where weave room of cot- 
ton and rayon plant in which warp 
man was employed was required to 
be kept at temperature of from 83 
degrees to 85 degrees, and there was 
no evidence that room was hotter 
than usual on night when employee 
fainted, and there was nothing to 
show that fainting was result of heat 
and humidity, award of compensation 
on ground that as result of the ‘ex- 
cessive heat’ employee had _ heat 
stroke which caused him to fall and 
sustain the injuries from which he 
died, was based on conjecture, sur- 
mise, and speculation, and could not 
be sustained. 

Cagle vs Judson Mills et al (So. 
Carolina) 11 S.E. 2nd 376 (Nov. 
1940 


Kidney Condition Results from 
Accident; Claim Awarded 
®" The Plaintiff was injured on 
September 16, 1941 while sawing 
logs for the Defendant Company. A 
tree fell across the lower part of his 
back on the right side, pinned him 
to the ground, and breaking his . left 
leg at the upper part of the middle 
third. He claims that injury from the 
falling tree on his back injured and 
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dislodged his right kidney causing 
the passage of blood in his urine. 
The Defendant Company admits that 
Plaintiff sustained a fracture of his 
left leg while in its employ, cutting 
logs, and that it had him treated for 
the injury up to March 18, 1942 but 
claims that the fracture to his leg has 
fully healed, and that he suffers no 
further disability from that injury 


since the compensation payments 
were discontinued. 
Defendant denied that Plaintiff 


suffered any injury to the kidney, and 
that if Plaintiff is suffering from any 
injury to his kidney, that said dis- 
ability did not result from the acci- 
dent. Medical experts testified that 
they were of the opinion that the 
blow on the Plaintiff’s back from the 
falling tree causing the dropping of 
the right kidney from its normal 
position, and caused the hemorrhage; 
that about 80 to 85% of such condi- 
tions result from trauma (hard 
blow). Plaintiff testified that he had 
never passed blood from his urine 
prior to the accident. 

Court held that the evidence indi- 
cated that the tree fell on the back 
of the employee, that nothing was 
wrong with him before the accident; 
that the employee at the time of trial 
had pain in his back, and that said 
kidney condition frequently arose from 
Trauma, and that under the circum- 
stances, the facts justify an award, 
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for total and permanent disability on 
the ground that the kidney condition 
resulted from the accident. 


Crier vs. Kent Piling Co., Inc., Court 
of Appeals, Louisiana Ist Circuit, 
March 14, 1943, 12 S. P. R. 2nd 472. 


Employee’s Quick Decision Not 
Wilful Violation of Safety Rules 


= Claimant was employed as a coup- 

ler or brakeman to assist in oper- 
ating small coal trains used in bring- 
ing coal out of the mine. One of the 
duties required him to change the 
switches controlling the movement of 
trains over the desired underground 
rails. The switch in question was in 
many respects a miniature of an or- 
dinary railroad switch operated by 
steam railroads. The two movable 
rails in the switch were connected 
by a bar called a Bridal rod, which in 
fact isa tie rod, designed to hold 
the two switch rails in proper guage. 
One end of this bar extends from 
under and beyond the rail so that a 
handle can be attached if it were 
desired to use such handle in the 
operation of the switch. However, 
the majority of the switches installed 
in that part of the mine to which 
claimant was assigned were not 
equipped with handle bars, hence, it 
was necessary to operate them by 
hand. At the time clairnant was in- 
jured, he had changed the switch by 
hand, and was standing by it, watching 
the train, composed of an engine and 
two empty cars, to pass. After the 
wheels of the front car had passed 
over the switch, the switch rails ap- 
peared to the claimant to be in such 
position that there was danger of the 
second car taking another set of 
tracks. In order to avoid a possible 
wreck, the claimant thrust his right 
hand underneath and between the rear 
wheels of the front car and the front 
wheels of the second car to pull the 
switch into the proper place. Before 
he could jerk his hand back, the 
front wheels of the second car caught 
three of his fingers and mashed them 
on the rail. 

The safety rule which the employer 
contends claimant wilfully violated, 
teads as follows: 
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“Switch points and sand bore must 
not be held over by hand under any 
circumstances, Defective parts must 
be reported to the Foreman.” 

Court held that claimant was con- 
fronted with a dilemma, and had to 
determine immediately whether he 
would permit the train to be wrecked 
or whether he would try to operate 
the switch by hand between the cars. 
He chose the latter course. The result 
was that the employer’s property was 
not damaged, but the hand of the 
claimant was permanently injured. 
The defense of willful misconduct, or 
willful violation of a safety rule must 
be established by proof that an act 
was deliberately done with knowledge 
that it was likely to result in serious 
injury, and that it was done in a 
reckless and wanton manner in 
either disregard of consequences or 
was an intentional violation of a 
known rule that was strictly enforced 
by employer. The employer had the 
burden to prove that the safety rule 
had been adopted by it and approved 
by the Industrial Commission, and 
that the rule was known, or should 
have been known, to the employee, 
and that the injuries resulted from 
a willful violation thereof. This was 
not done. 

Claim allowed. 


Williams vs. Benedict Coal Corp. 
Supreme Court of Appeals of Vir- 
ginia. April 26, 1943. 25 S.E. 2nd. 
Page 251. 


Exposure to Sewer Gas Brings 
Award 


" Defendant is a wholesale Packing 

Co. In the cellar or storage room of 
said plant are located the machinery 
and freezing vault in the operation 
of which ammonia is used. Under- 
neath the cellar floor there is a sump 
tank. The top of it is flush with the 
cellar floor. The top is covered with 
a steel cover on which sits a pump 
that extends down into the tank, 
reaches a certain stage, and pumps 
the fluid through a pipe into the 
sewer. The pipe leading to the sewer 
has a gate valve, or butterfly valve, 
which prevents the sewer water from 
coming back into the tank. The tank 
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is used as a drainage tank for the 
purpose of collecting the water and 
grease on the floor or whatever one 
might get in washing the floor, and 
for the purpose of collecting that 
water before it goes into the sewer. 
The meat and other produce stored 
in the Packing Plant causes much 
grease and other substances to collect 
on the floor, and requires that the 
floor be scrubbed with some kind of 
washing powder to cleanse it. All of 
this goes into the tank and is finally 
pumped from the tank to the sewer. 





If any ammonia used in the freezing 
unit should get on the floor, it of 
course would be washed into the 
tank, and if any substance or object 
should prevent the tight closing of 
the butterfly valve in the pipe leading 
to the sewer, there would be nothing 
to prevent the gas from the sewer 
coming into the tank. 

On October 9, 1941, the plaintiff, 
and another employee who had been 
assisting the traveling mechanic of 
the defandant corporation in over- 
hauling and putting in shape the re- 
frigerators, ele. 















































Sly Dust Filter exhausting blast room in large foundry, 





* This system offers certain 
exclusive features because of the advantages of 
Sly Dust Filters (the heart of the system): 

1. Greater filtering capacity 

2. Taut bags (patented) save power 
3. Bags more easily replaced 

4. Automatic control (any degree) 
5. Simpler shaker mechanism 


Ask for Bulletin 98 


THE W. W. SLY MFG. CO. 
4751 TRAIN AVE., CLEVELAND 2, OHIO 


INDUSTRIAL DUST CONTROL am 





vators, and other 
mechanical equip- 
ment in the plant, 
where ordered to 
bale out the sump 
tank. The process 
used was a bucket 
attached to a 
rope. Plaintiff en- 
tered the tank 
where there was 
a ladder set on 
the bottom, and 
would stand on 
such ladder from 
which position he 
would dump the 
bucket in the fluid, 
hand it to his fel- 
low employee 
who would then 
hand the bucket 
back to him. 
About 15 minutes 
passed since the 
last time that the 
Plaintiff handed 
his fellow em- 
ployee the bucket 
when the fellow 
employee called to 
him to ascertain 
the delay. Receiv- 
ing no reply, he 
looked to see what 
was the matter, 
and observed the 
plaintiff standing 
erect on the lad- 
der with one hand 
grasping it, his 
body perfectly 
stiff, and he said, 
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“he had a peculiar look on his face.” 
Help was called, the plaintiff was pulled 
out of the tank, and at that time was 
not breathing. He was given artificial 
respiration. He began to breathe, al- 
though unconscious, and then later 
was taken to the hospital where he 
subsequently regained consciousness. 
He has since complained of dizziness, 
pains in the chest, stomach, and shoul- 
der blades, and when he coughs, a 
severe pain strikes him, and cuts his 


Employer Responsible for Injuries 
Sustained by Employee—When Re- 
ceived in Zone of Employment— 
Even Though Not on Premises 
Owned by Employer 


* Otis Spellman and Nelson Erwin 


were employees of The United 
Paper Board Company, of Urbana, 
Ohio, a contributor to the Workmen’s 
Compensation Fund. Their employ- 
ment required that they report for 


breath off. He has 
not performed 
any work since, 
and walks with 
the assistance of a 
cane and _ stick. 
The defendant 
denied that his in- 
juries resulted 
from ammonia 
gas, but from in- 
haling sewer gas. 
Medical authori- 
ties claimed that 
the injuries were 
caused by the neg- 
lect of sufficient 
oxygen, and held 
that the = slight 
curvature of the 
spine could have 
been caused by 
the sewer gas; 
that the claim was 
compensable and 
that the claimant 
was entitled to 
total disability. 

Collins vs. Ar- 
mour & Co., Ltd., 
Court of Appeals 
Louisiana, 2nd 
Circuit, Decem- 
ber 14, 1942, 11 


S.P.R., 2nd. Page 
621. 
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New way to Solve 


ATHLETE’S FOOT 


Problem in Shower Rooms 


AFE, non-poisonous skin toughening—as 
contrasted to fungus-killing—is the new, 
pleasant way to develop resistance and pre- 
vent Athlete’s Foot in shower rooms. Hun- 
dreds of big industriais use and endorse the 
proved-successful Onox method. Employees 
like it and cooperate in its use. 


Test Onox your own nail No obligation 


We'll ship you, prepaid 
trial order of Onox and 
equipment. Use it 60 
days. Pay nothing unless 
you find Onox 100% sat- 
isfactory! Ask your men 
who use it. Offer open 
to established 
industrials. 


Write for facts 


and reports of 
users to 


ONOX CO., inc. 
Dept. C 
121 Second St. 
San Francisco, 5 


Important: o Did y 
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work at 6 o’clock in the morning. On 
March 20th, 1939, at 5:43 A.M., Erwin 
was a passenger in the automobile of 
Otis Spellman, on the way to their 
work, and as they were about to enter 
the premises of their employer and 
while crossing the Pennsylvania Rail- 
road tracks, they were struck by a 
cut of freight cars being switched on 
said tracks. Spellman was killed and 
Erwin seriously injured, 

The plat submitted for evidence in- 
dicated that The elt Board Com- 








pany maintained its premises in close 
proximity to railroad tracks operated 
by the Pennsylvania Railroad Com- 
pany and the situation as presented 
demonstrated that there was but one 
way of entrance into the premises of 
the Company. The Railroad had eight 
tracks crossing Elm Street, which 
street to all practical intentions and 
purposes ended at the premises of 
The Paper Board Company. There 
were two other tracks of the Eric 
Railroad to the south of the Penz- 
sylvania  Rail- 

























































MEET A REAL SUCKER! 


The Cincinnati AIR MASTER sucks up dust and 
grit right off your grinder and buffer wheels— 
and does it right at the moment these destroyers 
of health and machinery fly off the wheels. 


road tracks. At 
the time claim- 
ant was struck 
he was within 
approximately 
16 feet of the 
North property 
line of the Pa- 
per Board Com- 
pany. 

The question 
presented is, 
“Did the injury 
of Erwin and 
the death of 
Spellman arise 
out of and in the 
course of their 
employment?” 
It was the con- 
tention of the 
Paper Board 
Company _ that 
the provisions 
of the constitu- 


No need to jeopardize the health of your em- tion and the 


ployees working at grinding or buffing—no need 
to shut down expensive machinery and loose valu- 
able time due to breakdowns caused by flying 
grit and dirt getting into sensitive moving parts and 


bearings. 


Install the Air Master at each buffer and grinder. 


Fully self contained ... 
a size for every grinder or buffer. 


pendable... 


Write today for full details. 






bLE Adit LALaeecteiti 
ELECTRIC DRILLS « GRINDERS * BUFFERS * PORTABLE TOOLS 
The Cincinnati Electrical Tool 


CINCINNATI, OHIO 


DIVISION OF THE R. K. Le BLOND MACHINE TOOL CO 


statutes do not 
cover any in- 
jury which has 
its cause outside 
of and discon- 
nected with the 
employment, al- 
though the em- 
ployee may at 
the time have 
been engaged in 
the work of his 
employer in the 
usual way. It 
was the further 
contention of 
the Company, 
that since they 


efficient, rugged, de- 





3702-5 
Madison Rd. 





OccuPATIONAL HAZARDS 











n close 
erated 
Com- 
>sented 
ut one 
ises of 
d eight 
which 
ns and 
ses of 
There 
e Eric 
Pent- 
Rail- 
‘ks. At 
claim- 
struck 
within 
mately 
of the 
‘operty 
1e Pa- 
1 Com- 


uestion 
sd is, 
injury 
n and 
hoof 

arise 
lin the 
- their 
ent?” 
e con- 
f the 
3oard 

that 
Visions 
nstitu- 
1 the 
lo not 
y in- 
=h has 
yutside 
liscon- 
th the 
nt, al- 
ie em- 
ay at 

have 
ged in 
of his 
in the 
ry. It 
urther 
on of 
npany, 
> they 


.ZARDS 





exercised no active ownership or 
control in respect to the use and op- 
eration of the railroad tracks and in- 
asmuch as the tracks were across a 
public thoroughfare it was open to 
the public; the hazard to the claimant 
was common to the public and since 


the employees when injured had not | 


come within the premises of their 
employer and had not entered their 
employment, it could not be said that 
their injuries grew out of or occurred 
in the course of their employment. 
The claimants however, assert that 
to all intents and purposes, the thor- 
oughfare over which the employees 
were required to move to reach the 
premises of their employer was ex- 
clusively used and employed for the 
benefit of the Paper Board Company, 
for its employees and for those hav- 
ing business with it. That it being 
the only way of entrance, and being 
immediately adjacent to the premises 
of the employer and used by its em- 
ployees by and with its knowledge 
and consent, being within the zone 
of their employment and that the 
hazards to which they were subjected 
were within the environment of their 
employment and incident thereto, and 
so inseparably connected therewith as 
to require that the crossing of the 
tracks of Elm Street had become a 
part of the premises of the employer. 
It was the holding of the Court 
that claimants were entitled to com- 
pensation. The exceptions of the Gen- 
eral Code may be found where in- 
juries occurred before the. employee 
has actually begun his work. Inas- 
much as the accident occurred after 
he was on the premises of his em- 
ployer and so near in point of time 
as that, it is reasonable to conclude 
that the claimant was on his way to 
work and at the time of the injury 
the employee was in the zone of his 
employment, which the court inter- 
preted, includes premises owned or 
controlled by the employer and all ad- 
jacent premises so near therto as to 
be considered a part of employer’s 
premises when he evercises some 
direction or control thereof. 


In the instant case the tracks were 
so immediately adjacent to the prem- 
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Formula SN-7 


Formula SN-7 quickly makes 
the most oily, greasy, slippery 
floors slip-proof. Makes any 
atoll amehicin fem Zell @kel an eld auelae 
banishes the hazard of costly 
falls. SN-7 costs less than one 
cent for 50 square feet. Lasts 
folal-Wme Le h’am (etelal-0n71-1-1 game l-1 ol -1ale 
ng on traffic. Write today for 
oT -Jal-igelen »Free fate) supply 
Sugar Beet Products Compan 

401 Waller St., Saginaw, Mict 


Formula SN-7 
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ises of the employer that the only 
way of ingress and egress to and 
from them was one of hazard and 
they were in such proximity to the 
premises of the employer that they 
may be said, under all circumstances 
to be within the zone of the employ- 
ee’s employment. 


Spellman vs. Industrial Commission 
of Ohio, Court of Appeals of Ohio, 
April 26, 1943, 51 Northeastern Re- 
porter, 2nd, 414. 


Employee Must Use Safety Device 
Provided by Employer—Refusal To 
Do so Prevents Recovery, where 
Common Law Suit for Recovery Is 
Filed 


®" Seymour Coburn died on Novem- 

ber 9, 1941, at the early age of 
twenty-nine years, the victim of tu- 
berculosis of the lungs. He had been 
raised in the Country and prior to 
1936 had never worked in an indus- 
trial plant of any kind. In January 





of that year he 
































Not all synthetic 
gloves are 
oil resistant! 


ek. 


Protected by Stanzoils 


from costly hand 


Hands that work in oils, acids, caustic materials are 
safer from injury and lay-off in Stanzoils, made of 
DuPont’s neoprene, which outlast rubber gloves 3 
to 7 times over in such harmful substances — lower 
cost per hour of protection, plus saving of injury 
claims and lost production. Standard styles and 
sizes, black and white. Thousands of satisfied users. 


Write today for complete data. 







° Synthetic Rubber Division 


THE PIONEER RUBBER COMPANY 
258 Tiffin Rd., Willard, Ohio, U.S.A. 


STANZO} 


PIONEER New York - 


~~ MADE WITH DU PONT NEOPRENE 





went to Ashland 
and secured em- 
ployment as a 
“grinder” with 
the North 
American Re- 
fractories Com- 
pany, which was 
engaged in the 
manufacture of 
refractory brick. 

While _ sand, 
containing silica, 
was not a com- 
ponent part of 
the bricks man- 
ufactured, it 
was neverthe- 
less, used by the 
company in 
large quantities 
to prevent the 
brick from 
sticking to the 
molds, and later 
when set to dry, 
to prevent the 
layers from 
sticking 
together. Dur- 
ing the process 
of burning, 
grinder 
machines were 
used to reduce 
the brick to 
proper  specifi- 
cations. 

In December 
1940, Coburn 
was compelled 
to give up his 
work because of 


injuries 


Los Angeles 
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ill health. X-ray examinations dis- 
closed that he was suffering from pul- 
monary tuberculosis and from sili- 
cosis. However the death certificate 
disclosed only one cause of death, 
namely, pulmonary tuberculosis. The 
rules of the Commission provides for 
the use of a respirator by the grinders 
as a safe guard towards inhaling dust 
particles The record indicated that the 
Company did provide a mask for that 
purpose but that Coburn refused to 
use one. It was in the contention made 
by the claimant 


 & 2-2 2 &®B &2 £29 


These enlightening 
cases on workmen’s compensation 
were selected and reviewed by 


Joe KrurpMAN 
Attorney-at-Law 
Member of Ohio Bar 


e £222 Ff #& &2& & @ 





that the mask 
was insufficient 





and did not pro- 
vide adequate 
protection to 
him and as a 
consequence re- 
fused to use it. 

The Court 
ruled that the 
Company acted 
in good faith in 
providing a safe 
guard in the 
form of a res- 
pirator and this 
action having 
been filed under 
the Common 
Law Theory in 
the absence of 
proof of negli- 
ence of the 
ompany, the 
claimant was 
denied a — 
ery. The claim- 
ant being guilty 
of negligence in 
failing to use 
the respirator 
furnished, is not 
entitled to re- 


WHAT TO DO ABOUT 


WELDERS 
i “FLA SH- 


For that “sand in the eyes” feeling—use 
gentle, soothing Murine. 

Just a few drops in each eye at 10 to 15 
minute intervals until you get relief. 

Murine is alkaline and non-irritating 
because it is isotonic with the tears. Safe, 
gentle, and so refreshing and soothing! 

If you would like further information 
about Murine write The Murine Co.,Inc., 


covery. 660 N. Wabash Ave., Chicago 11, Illinois. 


Coburn vs. 
North Ameri- 
can Refractories 
Co., et al, Court 
of Appeals of 
Kentucky, No- 
vember 19, 1943, 
174, South 
Western Re- 





URINE, 


SOOTHES AND REFRESHES 


BoEEYES. 
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“4 FEND 


PROTECTION AGAINST 
SKIN IRRITATIONS 


Six standard 
types of Fend 
Protective 
Creams and 
Lotions pro- 
vide protec- 
tion against 
skin irrita- 
tions for your 
workers, 
quickly and 
easily. 

FEND is easy to apply and re- 
move, and guards against scores 
of skin hazards throughout indus- 
try. Check these FEND features: 


FEND-A Protects against dermatitis 
. 


from excessively staining and 
adhering compounds (pitch, tar, spray 
painting, bitumastic paint, dry metallic 
dusts, etc.) 
FEND- Guards against dermatitis 
* from irritants with low water 
content (such as cutting oils, petroleum 
distillates, etc.) 


FEND-I Provides barrier protection 
* against strong acids and alka- 
lies, formaldehyde, phenols, metals and 
metallic salts. 
FEND- Here’s a FEND CREAM that 
" guards against ultra violet 
and infra-red rays (as in welding, etc.) 
FEND-O Provides safety from effects 
* of handling explosives, coal 
tar derivatives, wood preservatives, and 
solvents such as alcohols. 
FEND-X A modern industrial skin 
* conditioner. Ideal for use 
after work when the hands have been thor- 
oughly cleansed. Helps restore the skin 
to its natural condition. 


MINE SAFETY APPLIANCES CO. 


BRADDOCK, THOMAS AND MEADE STS. 





PITTSBURGH, PA. 


District Representatives in Principal Cities 


















THEY'RE NEW! 


DREDNAUT 
Synthetic Latex 
Gloves — for 


Protection from 
Oils, Acids, Alkalis 


I dist, Deli 





? 
Heavy-Medium-Li 
Werghts for = 
and women. 


Write for circular 
and prices. 





SEND FOR COMPLETE CATALOG 
SAFETY EQUIPMENT SERVICE CO. 











with “PERFECTION” CANS 


Heavy, galvanized steel construction. De- 
signed for storing safely excelsior, straw, clean 
rags, paper and other combustible materials. 
Hinged cover fits snugly. 


QUICK SERVICE 


Oil Waste Can 
Foot Operated 


i : . ons 
EMPTY 4 Galvanized iron. Positive 
i -SER protection from fire. Op- 
erates easily. ‘Iron legs 
riveted to body. 


Descriptive Circulars 
on request. 





i 
GEO. W. DIENER MFG. CO. 


404-424 N. Monticello Avenue 
Chicago 24, Illinois 
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MUSIC AS A SAFETY FACTOR 


(Continued from page 13) 


This program was altered for the 
night shift so that music would be 
played 10 minutes of each hour 
during the night from 11:00 p.m. 
to 7:00 a.m. 

An important feature of the 
music installation was that all 
music was arranged on a planned 
program basis and maintained un- 
der the supervision of one indi- 
vidual, 


Analysis made 

There was of necessity a short 
experimental period after the in- 
Sstallation of the music programs 
when various changes and adjust- 
ments were made based on the ob- 
servation of reaction of employees, 
their indicated choices of program 
type, and a needed redistribution 
of amplifiers for better audition. 
After the music had been in good 
operating order for three months, 
another chart was made to deter- 
mine the results achieved. 

Production figures had shown a 
decided increase. Obviously it is 
difficult to assign a definite per- 
centage of increase attributable to 
music, because other factors of 
necessity enter into such a study. 
It is felt, however, that this im- 
provement was due to a consider- 
able extent to the planned music 
program. 


Accident reduction 

Accident reduction was likewise 
gratifying. It may be said that dur- 
ing the three months of music 
transmission in one shop the acci- 
dent reduction was as great as 35 
percent, although here again other 
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contributing factors must be taken 
into consideration. 

It is clear to those who have 
worked on this project at Frank- 
ford Arsenal that in the shops 
where planned music programs are 
in use, music has relieved fatigue 
and rendered workers less accident 
prone. From this viewpoint music 
can be considered an effective in- 
dustrial safety measure. 
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SLIME Is A 
TROUBLE MAKER 


Slime is a frequently encountered air con- 
ditioning maintenance problem. But you 
can avoid interruptions, help prevent clog- 
ging of spray nozzles, fittings and valves 
by treating the recirculating water of your 
air conditioning unit with specially de- 
signed OAKITE AIREFINER. 


You will find that this material keeps en- 
tire water circuit and cooling tower free 
from undesirable slime deposits and, in 
addition, helps prevent corrosion of equip- 
ment surfaces. OAKITE AIREFINER is safe 
to handle and use .. . is extremely eco- 
nomical. FREE 16-page manual gives com- 
plete details! Write for YOUR copy 
TODAY! 


OAKITE PRODUCTS, INC. 
14G Thames Street, New York 6, N.Y. 


Technical Service Representatives Located in 
All Principal Cities of the United States 
and Canada 


OAKITE (yj) CLEANING 
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PROTECT THEM! 


Athea Lotion is not just another hand 
cream or lotion. It is DIFFERENT 
and EFFECTIVE. Nothing mysteri- 
ous or harmful in Athea — just edible 
olive oil, lanolin, petrolatum and a me- 
chanical protective barrier —all highly 
conidial with distilled water. 

Athea needs to be tried—arrange for 
a liberal sample now, just write to our 
laboratory on your letterhead — we'll 
give you complete proof and you may try 
Athea right in your plant. Write today. 
ATHEA Research and Processing LABORATORY 
344 North Water Street Milwaukee 2. Wis 


I OeA Protective 


LANOLIN 


HAND LOTION 








PLANT MANAGERS! 


Cut Loss of Man-hours 
due to Heat Sickness! 


MAN-HOuRS — that vital combina- 
tion of labor and time—usually 
suffers a sharp decline in summer 
due to heat sickness! 

But Sterling Salt Tablets can 
eliminate heat sickness in your 
plant! For this industrial hazard 
is caused by loss of salt in the 
human system due to excessive 
perspiration. 

Yet the remedy is simplicity it- 
self. When your workers replace 
that salt loss with Sterling Salt 
Tablets, heat sickness vanishes! 


STERLING SALT TABLETS of purest, 
compressed granulated salt. 


Quantity Size Price 
Case 6/1500’s . . 10-grain . . $2.60 
Case 24/500’s . . 10-grain . 3.50 


EXTRA ENERGY SALT 
AND DEXTROSE TABLETS 
Case 6/1500’s . . - $3.05 
* 


STERLING TABLET DISPENSERS— 
durable plastic housing; one-at-a-time 
supply feature 

500-Tablet size. . ....-. $3.25 
1000-Tablet size. ...... 


9-grain . 


All prices include delivery. Order from your 
dealer or direct. 


STERLING SALT TABLETS 


INTERNATIONAL SALT COMPANY, INC. 


Scranton, Pa. 
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OCCUPATIONAL SKIN TROUBLES 


(Continued from page 15) 


where the worker is exposed to 
greater skin dangers than in oth- 
ers. According to Schwartz, the 
ten leading chemical causes of 
occupational dermatoses, in de- 
creasing order of importance, are 
as follows: (a) petroleum oils and 
greases; (b) alkalis, including ce- 
ment and concrete; (c) solvents; 
(d) chromic acids and salts; (e) 
metals, including metal plating; 
(f) dyes; (g) plants; (h) rubber 
and its compounds; (i) paints and 
varnishes and (j) synthetic resins. 

Oils, more especially certain cut- 
ting oils, often head the list of 
agents responsible for industrial 
skin disease. In the present accel- 
erated war program the disorders 


caused by cutting oils, cutting 
compounds and lubricants are 
among the most prevalent and 
troublesome of the industrial der- | 
matoses. Since such materials are 

absolutely essential for metal 

workers and machinists, this con- 

dition is the most frequent cause 

of dermatitis in these groups. 


Improper cleaning agents 


The use of improper cleaning 
agents and solvents to remove 
work-a-day grime from the skin is 
another prime factor in the pro- 
duction of occupational derma- 
toses. If left to themselves, work- 
ers who become soiled with oils, 
greases, dyes, paints or the like are 








Be ready for the EMERGENCY 


with Specialized First Aid Kits.. 


DUSTPROOF KITS 


@ M.S.C. Unit Kits are complete with as- 
sortments to fit practically every indus- 
trial need. The unit package system per- 
mits interchangeability of items to suit 
the hazards of any industry. The 10 
Unit dust-proof kit case illustrated is 
olive green, stipple finish, 20 gauge 
steel. Kits also available in 16, 24 

and 36 unit sizes. 


Illustrated catalog gives full de- 
tails. Send for a copy. 


MEDICAL SUPPLY COMPANY 
75 West Van Buren Street, Chicago 5, Iilinois 
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likely to use the most available and 
rapid-acting solvent to clean the 
skin, Since such cleansing mate- 
rials are either primary cutaneous 
irritants, sensitizing agents or de- 
fatting substances, the incidence 
of dermatoses from their use is 
high, 

Of course, not all persons are 
equally susceptible to industrial 


skin disease. Such factors as race, 
amount or type of perspiration, 
age, sex, season of the year, other 
dermatoses, cleanliness, hypersen- 
sitivity, and allergy all enter the 
picture. In a general way, how- 
ever, it may be said that blondes 
and fair-skinned workers are 
more susceptible to skin disorders 
from chemical irritants than are 
darker, oily- 








. . and don't “‘flirt’’ with dust hazards either! 


skinned work- 
ers. 


Cleanliness 


Most out- 
standing, how- 
ever, is the fac- 
tor of cleanli- 
ness. “Lack of 
cleanliness,” 
said Schwartz, 
“is the most 
important pre- 
disposing cause 
of occupational 
dermatitis. By 
cleanliness, we 
mean not only 
cleanliness of 
the person, but 
cleanliness of 








Workers in industry everywhere have found the the room, the 


ple $2.50 postpaid. 





Write for Catalog! 


Chippewa Street 
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best lung protection is DUPOR Respirators. The 
unit pictured at left is .. 


DUPOR RESPIRATOR No. 40 
U. S. Bureau of Mines approved protection against 
Silicosis and Pneumoconiosis producing dusts. Has 
over 40 sq. in. «twin filter area. Weighs less than 
4 oz. Practically unbreakable. Price $30 doz, Sam- | are 





machines, and 
the clothes. 
Floors, walls, 
and ceilings of 
the rooms in 
which there 
industrial 
irritants 
should be wet- 
cleaned daily. 
Machines and 
tools on which 
industrial irri- 
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tants deposit should also be cleaned | 


daily. Adequate washing facilities 
should be provided for workers 
handling industrial skin irritants. 
Workers whose clothes become 
soiled with industrial skin irritants 
should be compelled to take super- 
vised shower baths after work, be- 
fore leaving the factory.” 

Because cutting oils and related 
compounds are such _ frequent 
causes of dermatitis, authorities 
often call particular attention to 
the importance of soap and water 
cleanliness. 


Suitable soap 


What constitutes a suitable soap 
for workers has received much 
consideration from industrial hy- 
gienists and dermatologists. 

The following are recommenda- 
tions of the Committee on Occupa- 
tional Dermatoses of the A.M.A.: 
“The best cleanser is a mild toilet 
soap and plenty of warm water. 
Employers should insist on thor- 
ough washing of the hands, fore- 
arms and face at the end of the 
work day and at noon where 
chemical irritants are handled or 
disseminated as dust. Frequent 
change of work clothes is a nec- 
essary corollary.” 


Creams and liquids 


Skin protective products such as 
liquids and creams occupy an im- 
portant position in industry’s fight 
against occupational skin troubles. 
The function of such products is 
to form a mechanical barrier 
against chemical and other skin 
irritants and to facilitate the re- 
moval of these. substances at the 
end of thé: working day. 
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Twice the 
Protection 


and lighter, too 


THE DAVIS 
HEDGARD 


Suspension type cradle that cushions every 
blow and spreads it evenly over the head. 
Light in weight 
Shatterproof 
Sanitary 
Washable headband 
Cooler—a large air space 
_ between sweat band and 
crown—actually air con- 

ditions Hedgard. 


Headband—One. hat 'fits 
every head, reducing 


your inventory of spe- 
cial sizes. 


PROMPT DELIVERY 





nd for Bulletin 1404 
bing the Hedgard 


descril 
and all its features. 









Address all inquiries to 
DAVIS EMERGENCY 











EQUIPMENT CO. 
59 Holleck St., Newark, N. J. 
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Intelligent application of skin 
protective products and liberal use 
of soap and water will materially 
reduce occupational disease claims 
for dermatitis. 





Safety Equipment 

Limitation Order L-114 that 
originally governed the use of criti- 
cal materials in the safety equip- 
ment field was amended again May 
1, 1944. With certain provisions, 
manufacturers are now able to use 
aluminum, chromium, copper, nick- 
el, and rubber in safety equipment. 
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LOSS of property and life are involved 
in explosions from dust ignited by spark- 


ing motors and other causes. Remove 
dangerous dust from your motors and 
machinery. Blow it out with the tornado- 
like power of the TORNADO Portable 
Electric Blower. Plugs in at any outlet. 


1 H.P. motor. Blows clean, dry air 
at 295 m.p.h, Weighs only 14 Ibs, Cleans 
out motors, generators, etc. Plenty of 
power and stamina to do a thoro clean- 
ing job. Powerful. Portable. Economical. 


Write for details and 
FREE TRIAL Offer 


BREUER ELECTRIC MFG. CO, 


5116 N. Ravenswood Ave., Chicago 40, Ill, 


ADO 


BLOWER 
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SAFETY AT FORD 
MOTOR COMPANY 


(Continued from page 18) 
highly explosive liquid used in 
soybean processing. After check- 
ing the equipment and noting the 
points of potential danger, Ford 
safety engineers placed suction 
pipes at each point. Through these 
a sample of air is drawn once 
every three minutes, and if hexane 
is present the machine sets off an 
automatic siren. At the same time 
a light flashes on an instrument 
panel showing the location of the 
leak. 


Approve all equipment 

Ford safety engineers must ap- 
prove all new equipment before it 
can be purchased. If specifications 
are approved, the buyer places his 
order. Upon arrival of the ship- 
ment the safety inspector again 
checks the machine to make cer- 
tain it meets specifications. Fre- 
quently alterations are needed. 
But in no case is any machine in- 
stalled until it is approved by the 
safety department, even though a 
major change in design is neces- 


sary. 

A few of the items that the 
safety department must approve 
before purchase are: goggles, 


gloves, aprons, shoes, special ham- 
mers, welding shields, cable and 
chain. 

Recently a special hammer was 
to be purchased. Safety engineers 
were provided with a sample, 
which was to replace priority ma- 
terials formerly used. It passed all 
tests except one—it ignited upon 
direct contact with any flame. The 
hammer was not purchased. 
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Planned Campaign 
Against Dermatitis 


Personal cleanliness is the prime factor in com- 
batting cutting oil dermatitis. But “just any 
soap" in wash rooms won't do—and cleanli- 
ness may not be the complete answer. 


Protection comes only when an adequate pro- 
gram based upon a definite plan is specified 
to meet conditions in your shop. This is how 
to know your workers are getting the right 
protection: Ask your Dolge Service Man to send 
samples of cutting oil used at machines to Dolge 
laboratories for bacteriological and chemical 
examination, A confidential report will be sub- 
mitted promptly without charge. 


Based on the report, Dolge will recommend a 
complete program which may include HANDEEZ 
prophylactic cleaner, PREVENTO protective 
cream, DOLCOGARD protective clothing, and 
STERIDOL cutting oil sanitation. 


Call in your Dolge Service Man or write for new 
FREE booklet, "Cutting Oil Dermatitis, Cause 





and Prevention." 


"" DOLGE Co. 
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SAFETY “WEDGE 
GRIP” STEEL 
HAND STAMPS 





Pat. No. 2,089,794 


Ideal for mass production markings of 
defense products .. . trade marks and 
symbols. Any size or number of char- 
acters available. 


Write for Literature 


Ton 





“WWNNINGHAM CQ 





of: @, SAFETY STEEL STAMPS 


81 Carsn St, Pitsbargh 18, Pa. | 
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INSTITUTE OUR 
PLANNED PROCEDURE 


A Treatment and Control for 
Industrial Skin Irritations 


Cut out this ad and attach to your letter- 
head. It will bring you a good sized jar 
of TARBONIS without charge, a com- 
plete dispensing Manual and an atirac- 
tive booklet we can furnish your em- 
ployees on sanitation and precaution. 


Why experiment ?... TARBONIS 
is the solution, and proven in In- 
dustry . . . succeeds where many other 
methods fall... against a long list 


of irritants encountered. 


THE TARBONIS COMPANY 
1220 Huron Road, Cleveland 15, Ohio 
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Regular inspections 

Vital equipment, including rail- 
road rolling stock, elevators and 
hoists, cable, chain slings, dock 
equipment, suction and ventilating 
fans, stock piles and places using 
chemicals and acids are inspected 
every day by safety engineers. 

There is quite a library of rule 
books, too, and converting to war 
work has increased their number. 
They cover almost every operation 
and department, and where a spe- 
cial book of rules is missing, there 
exists a general list that will apply. 
Typical titles are shown in the 
illustrations accompanying this ar- 
ticle. 

Women employes are governed 
by special rules which supplement 
the regular department rules. And 
even the safety inspectors them- 
selves are not exempt, for they are 
governed by 19 specific require- 
ments which cannot be altered. 

These rules may seem boring to 
an old-timer who has been doing 
his job for as long as 30 -years, 
but eternal vigilance is necessary 
for safety when 30 seconds of neg- 
ligence might take a man’s life. 





DREDNAUT 
Welders’ Glove 


A new and better glove. 
Immediate delivery. Send 
for descriptive circular of 
this glove and complete line 
of men-women welders’ Pro- 
tective Equipment, includ- 
ing Gloves, Mittens, Sleeve- 
lets, Aprons, Coats, Jackets 
ald Pants. Also Dreadnaut 





SEND FOR COMPLETE CATALOG 
SAFETY EQUIPMENT SERVICE CO. 


ROSE BLOG CLEVELAND OHIO 









Protect Grinder Operators 








from Abrasive Dusts 
with MODEL 1250 DUSTKOP 


Portable. Entirely self - contained 
with cyclone separator and filter. 
Quickly installed. Requires little 
attention. 

Compact and efficient. This DUST- 
KOP with 1250 cu. ft. per minute 
capacity will usually fit into existing 
space behind or beside the grinder. 
To save time, describe 
the source of dust when 
you urite. 







Aget-Detroit Co. 
610 First National Bldg. Ann Arbor, Mich 















SALT 


TABLETS 
AND 


DISPENSERS 


Provides _ protection 
against lost time and 
production slow-ups 
due to heat sickness. 
Time proven by In- 
dustry. 





Write for Bulletin 544 


INDUSTRIAL PRODUCTS COMPANY 
Safety Equipment 
2820 N. 4th St., Philadelphia, Pa. 
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The proven 100% 
Satisfactory Sweat Pad. 
Eliminates Brow Mopping. 








DuPont research laboratories per- 
sts 

ISTKOP 
ontained 
nd filter. 
res little 


fected the tiny-cell synthetic sponge 
from which DRYBROW is made. 


Costs a fraction of one cent 


is DUST- per worker per day 

* minute 

aa The Allsafe DRYBROW differs 
describe 


from all other sweat pads in 


ust when 


ee. ¢ 6; 
Ann Arbor, Mich 


that the pad floats on a one- 


piece head-band, eliminating 





the strain on the pad itself. 
This worker keeps oa cleor vision, can 
wear goggles or glasses in comfort and 









r is unconscious of perspiration. me oe - 
S DRYBROW: 
1. Absorbs 20 times its weight in perspiration. 
RS 2. Does not interfere with workers who wear goggles or glasses. 
soge 4 
3. Saves time, money and increases workers’ efficiency. 
~~ and 4. Is equally effective in summer or winter. 


5. Costs less than one cent per worker per day. 
6. Highly popular with men and women. 


WRITE FOR DESCRIPTIVE FOLDER 


AMERICAN ALLSAFE COMPANY, Inc. 


1245 Niagara St., Buffalo 13, N. Y. 
| 
INDUSTRIAL SAFETY & FIRE PROTECTION EQUIPMENT 
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“CLEARWAY" 
SALT DISPENSER 


Made of clear, non- 
inflamable plastic, 
the "CLEARWAY" 
salt tablet dispens- 
er delivers one tab- 
let at a time—is 
sanitary and at- 
tractive. 


“CLEARWAY" Dispenser 
of crystal 


cleat patie $0.00 


"PEP-UP" TABLETS 


Enteric coated “PEP-UP” salt tablets guard 
against heat fatigue and salt sickness. Doc. 
tors prescribe them to build body energy. 

-75¢ 
1.00 


1000—5 grain size 
1000—7'2 grain size 













UNITED STATES 
SAFETY SERVICE CO. 


3613 BROADWAY - 









Sweatpads 
Order Now ! 
Hot Weather Ahead 


Keep workers comfortable 
despite the heat. Sweat- 

save hours of time 
ost in brow mopping. 


Highly absorbent—soft and pliable. May be 
moistened for added coolness, Washable—can 

reused again and again. No hooks or 
buckles. Sweatpads afford added padding under 
helmets and face shields. Inexpensive. We ship 
promptly. 


PRICE: only $3.30 per hundred pads. Sample 
on reguest. 
GENERAL SCIENTIFIC EQUIPMENT Co. 


1346-8 W. Somerset St., Philadelphia 32, Pa. 
Complete Safety Equipment 

























































DREDNAUT 
NO-FOG 


For Perfect 
Visability 


Drednaut NO-FOG prep- 
aration prevents the an- 
noying fogging, steaming 
and frosting of all types of glass surfaces; 
insures perfect visibility and safety to wear- 
ers of goggles, spectacles, helmets and face 
shields. Prevents fogging of windshields of 
autos, trucks, buses, street cars and locomotives. 
Price t-oz. Jars $4.20 doz, i-lb Jars $4.60 ea. 
Trial Jar 35¢ plus postage 


DREDNAUT 
No.roc 





KANSAS CITY, MO. 


SEND FOR COMPLETE CATALOG 
SAFETY EQUIPMENT SERVICE CO. 


EVELANE 





ROSE BLDG c 
























Accidents are costly at any time. Now they are 
doubly so when uninterrupted production is vital 
to Victory. 
Hundreds of different Stonehouse stock-worded 
signs for prompt shipment @ Special-wordings also 
furnished, 
As steel is ‘out,’ all Stonehouse signs are now 
produced on our "Sign-ite’’ non-metal material 
. it's excellent! 
Send for Stoneh 
free. 


STONEHOUSE SIGNS, INC. 


838 LARIMER STREET * DENVER, COLORADO 


Catalog No. 7. It's 
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NEW PRODUCTS 








WIRE ROPE CLAMP—The patented 
feature of the Safe-Line Wire Rope 
Clamp manufactured by the National 





Production Co., Detroit, Michigan, is 
the inside grooving to fit the rope. The 
clamp is made in two halves—each 
of which is made to fit the rope. Every 
strand and every surface wire con- 
tacts the full length inner surface of 
the clamp. 

Some of the advatages offered are 
the economy of cost, easy assembly by 
even an unskilled worker, no special 
tools required, elimination of fouling, 
complete enclosure of sharp, needle- 
like ends of the wire rope. 

These clamps now come in thirteen 
sizes, ranging from 1/16” to 3”. 
Write the Editor for descriptive cir- 
cular. 


COLORED FILTERS—A new de- 
velopment in respiratory safety by 
Mine Safety Appliances Company is 
their M.S.A. Colored Filters for 
M.S.A. Comfo and Dustfoe Respira- 
tors. Each of the three types of fil- 
ters has its own distinctive color. The 
color shows through the transparent 
Dustfoe and open Comfo filter con- 
tainers and permits inspection at a 
glance of the filter-type employed, 
without removal from the respirator. 

Further details on M.S.A. Colored 
Filters are available from Mine Safe- 
ty Appliances Company, Pittsburgh 8, 
Pennsylvania. 


May, 1944 























Yow Available 
GARDS 2 VENDORS 


SANITARY NAPKINS 





Important Health Serv- 
ice For Women Workers 





Designed especially for emergency use 
by women in industrial plants! GARDS 
modern hygienic service will add to the 
completeness of your restroom facilities. 
White duco finished cabinet. Sturdy! Re- 
liable!) GARDS NO. 2 VENDORS hold 
twelve GARDS SANITARY NAPKINS. 
These insure positive protection, comfort 
and super-absorbency. Write for complete 
details today. 


THE HOSPITAL SPECIALTY CO. 


1998 E. 66 STREET CLEVELAND 3, OHIO 
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WHEELED EXTINGUISHER FOR 
ELECTRICAL AND FLAMMABLE 
LIQUID FIRES—Kidde Model 100 
wheeled fire-extinguishers, now man- 
ufactured with a non-conducting plas- 
tic nozzle shield, are claimed to com- 
bine the quick mobility of portable 
units with the great fire-fighting 
power of 100 pounds of highly com- 
pressed carbon dioxide. Designed to 
protect larger hazards than hand 
portable extinguishers could handle, 
these wheeled units provide fast ac- 


SAFETY! 


es Promote 


M-B Motorless Marker. No 
Mist. No Fumes. No Noise. 


OW that manpower is at a premium, it’s all the more 
important to keep factory aisles clearly marked. An 

M-B Marker simplifies the job. It paves the way for safe 
traffic thru plant... reduces accident hazards... adds to plant 
efficiency. Also handy for striping storage areas, safety zones, 
etc. Quickly convertible to all-purpose paint sprayer. Easily 
operated by any shop maintenance man. 4 models available. 

Write for literature. 
MEILI-BLUMBERG CORP., Box OH-5, New Holstein, Wis., U.S.A. 


16 years’ experience designing 
and building marking equipment. 


INDUSTRIAL MARKERS 


| 
t 


The shielded 
nozzle is equip- 
ped with a long 
handle-grip and 
a shut-off valve 
which permits 
conservation of 
the gas during 
changes of fire- 
fighting posi- 
tion. Like all 
Kidde extin- 
guishers, the 
Model 100 is 
Underwriters’ 
Laboratory ap- 
proved, bearing 
their B and C 
rating as suit- 
able for all flam- 
mable liquid 
and electrical 
fires. These 
large wheeled- 
type extinguish- 
ers protect spe- 
cial oil and elec- 
trical hazards 
in power plants, 
as well as oil 
pumping sta- 
tions, garages 
and large stor- 
age spaces. Wal- 
ter Kidde & 
Company, Inc., 
Belleville, N.J. 
Write the Edi- 
tor for details. 
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FLENTS 


ANTI-NOISE EAR stORrSy 


(REG. U.S. PAT. OFF.) 










are solving noise problems 
in many of America’s leading plants. 
Write for free samples. 
ON THE MARKET SINCE 1927 


FLENTS PRODUCTS CO,., Inc. 


103 Park Avenue + a > New York 17, FRE 








WRISLEY’S 


FORMULA 33-33 





THE POWDERED CLEANSER FOR PLANT PERSONNEL 


Your assurance of 
LOTION-LIKE SMOOTHNESS 
DEEP, THOROUGH CLEANSING 
MAXIMUM PERFORMANCE AND SAFETY 
for your employees 


Endorsed by leading Safety and Maintenance 
Engineers; the choice of leaders in industry. 





Write now for safnples and data 


THE ALLEN B. WRISLEY COMPANY 


NEWARK Producers of fine soaps since 1862 CHICAGO 
347 FIFTH AVENUE NEW YORK 16, N. Y. 
VALUABLE FRANCHISES STILL OPEN FOR REPRESENTATIVES 
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War plants, hospitals and military 
bases ashore can now obtain Cordley 
BATTLE-PROVEN Electric Water Cool- 
ers. Since 1942, Cordley production 
has concentrated on furnishing ship- 
board electric water coolers to the 
U.S. Navy (Contract NXs 9982) and 
the Maritime Commission. Remember 
the name and write 


CORDLEY & HAYES 


434 Fourth Ave. New York 16 


Manufacturers of Water Coolers Since 1889 


x wqKeaKe we aaa Ke 


How to keep skin trouble 
out of your plant 


1. PREVENTION—Use NEO-FILM 
NEO-FILM, a liquid applied before 
work, dries as a barrier to most indus- 
trial irritants. Trial Bottle $2.00. 


2. AID FOR DRY SKIN—Use JONES’ 
SKIN-KREME 

Dry (“de- eae skin from solutio 
washing, ts in “d 
titis.” $ 
petrolatum 
work to tore oiliness to skin. 
Jar $1.50. 


3. HEALING TREATMENT—Use ZO- 
MINE or ZOLAMIDE 


For external irritation 
pe a mild oetins ointment; 
soothing. Trial Jar $1.50. 


For ode ne Re 
ZOLAMIDE, containing Sulfathiazole 
and Sulfanilamide. Trial Jar $3.50. 


JONES MEDICAL LABORATORIES, INC. 
CAXTON BUILDING CLEVELAND 15, OHIO 
“Ten Years Experience with Industrial Dermatitis” 
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Here at Pulmosan, we have always been pardonably proud of our 
For years, it was a rare 


order which was not shipped the same day as received 


Today, with greatly expanded products, service and facilities, Pulmosan 
is making prompt shipment of hundreds of safety items to plants through- 
out the nation. The same conscientious ‘follow-through”’ is given. to any 
safety problems or special product development submitted to our engi- 
neers and research laboratory. Send for our complete catalog. 


EVERYTHING FOR INDUSTRIAL SAFETY 












RESPIRATORS 
APRONS HOODS 
BELTS LADDERS & SHOES 
BLANKETS LEGGINGS 


BULLETIN BOARDS MACHINE GUARDS 
CARBOY HANDLING MASKS (ALL TYPES) 
FACE 2 EYE SHIELDS SKIN CREAMS 


FIRST AID PROTECTIVE 
FOOT & TOE GUARDS CLOTHING 
GAS MASKS SAFETY CANS 
GLOVES SAFETY SIGNS 
GOGGLES SALT TABLETS 
HARD HATS STRETCHERS 
HELMETS WELDING, ETC. 
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AGAINST HEAT SICKNESS 
with 


M-S-A 


SALT TABLET DISPENSERS 
\ 2 





A simple, one-hand dispensing arrangement on this M.S.A. Ceramic 
Model Salt Tablet Dispenser discharges one tablet at a time, every time. 
Easy to take apart, clean and sterilize, the Dispenser is so designed that 
a padlock can be used to lock the unit in position to prevent tampering 


with the Dispenser or its contents. The streamline-designed, non-corro- 





sive, molded porcelain body is finished in two-tone green. Two sizes— 


500 or 1500-tablet capacities. 


M:-S:‘A SALT TABLETS 


Packaged in convenient waxed cardboard cartons to keep them 
clean and free from moisture, M.S.A. Salt Tablets are available 
in two types—Sodium Chloride and Dextrose Combination, 
or plain Sodium Chloride; each in the 500 and 1500 sizes. 
Quick dissolving. Write for Bulletin FA-81, 
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